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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 263775 
ORIGIN EB-08 

INFO OCT-OI ARA-14 ISO-00 FCC-02 CCO-00 CIAE-00 
OTPE-00 INR-07 NSAE-00 OC-06 USIA-15 COME-00 
BIB-01 /054R 

DRAFTED BY EB/TD:GLHUFFCUTT:SP 
APPROVED BY EB/TD:RHPHILLIPS 
FCC - MR. JOHNSON 
ARA/MEX - MR. BITNER (SUBS) 

057460 041855Z/50 

R 032200Z NOV 77 
FM SECSTATE WASHDC 
TO AMEMBASSY MEXICO 

UNCLAS STATE 263775 

E.O. 11652: N/A 

TAGS: ETEL, MX, US 

SUBJECT: INTERFERENCE FROM BROADCASTING STATION XEAM, 

MATAMOROS, TAMS. ON 1310 KHZ. 

1 . XEAM WAS LAST NOTIFIED IN MEXICAN NOTIEICATION LIST 
NO. 273 DATED JANUARY, 1975, FOR OPERATION WITH 1 KW 
POWER DAYTIME, AND 0.25 KW POWER NIGHTTIME UTILIZING 
AN OMNI-DIRECTIONAL ANTENNA ON 1310 KHZ. 

2. FCC MONITORING SHOWS THAT XEAM IS NOT REDUCING 
POWER DURING NIGHTTIME HOURS AND THAT OVERMODULATION 
IS PRODUCING OUT-OF-BAND SPLATTER TYPE OE INTEREERENCE 
ON ADJACENT CHANNELS, PARTICULARLY TO STATION KRGV, 

BROWNSVILLE, ON 1290 KHZ. 

3. REQUEST EMBASSY RAISE WITH GOM AND ASK ASSISTANCE 
IN THIS MATTER. VANCE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: BROADCASTING, RADIO FREOUENCY INTERFERENCE 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 03-Nov-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE263775 

Document Source: CORE 

Document Unique ID: 00 

Drafter: GLHUFFCUTT:SP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770407-0543 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771 198/aaaadghr.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 2a9fb322-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 723901 
Secure: OPEN 
Status: NATIVE 

Subject: INTERFERENCE FROM BROADCASTING STATION XEAM, MATAMOROS, TAMS. ON 1310 KHZ. 

TAGS: ETEL, MX, US 
To: MEXICO 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2a9fb322-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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